Re: Ordinance Violation 


Subject: Re: Ordinance Violation 

From: Solomon Rivera <solomon.rivera(g)lacity.org> 

Date: 10/2/15, 8:58 AM 

To: Sean Ovelmen <ovelmen@usc.edu> 

Sean, 

I've shared this with our district office team, who will visit the site and get back 
to you next week. 

Thanks, 

Solomon 

On Tue, Sep 29, 2015 at 11:43 AM, Sean Ovelmen < ovelmen@usc.edu > wrote: 

Mr. Rivera, 

A Laundromat at 1339 W. Jefferson Blvd is violating ordinances 22.44.1270 and 22.44.1280, 
exterior lighting and signs respectively. Their sign is incredibly bright and is turned on 24/7. It 
is right across the street from my house and my housemates and I would like for the sign to be 
turned off, or at least dimmed down, at night. 

I can be reached at this email, or at 713 540 5023 . 

Best, 

Sean Ovelmen 


Solomon Rivera 

Chief of Staff 

Councilmember Marqueece Harris-Dawson 
(213) 473-7008 
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